WATER  CLARIFIER 


REACTOR  VESSEL 


GKM  GLADSTONE  WATER  TREATMENT  SYSTEM  UNDER  CONSTRUCTION 

(10  OCTOBER  2015) 


1792048 


ED  000792  00003426-00001 


